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Message Text 

UNCLASSIFIED 

PAGE 0 1 ROME 07712 11 2005Z 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-07 /026W 

121118Z 025868/12 

R 1 1 1715Z MAY 77 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 4539 

UNCLAS ROME 7712 

DEPT. PASS HEW. 

E.O. 1 1652: N/A 
TAGS: TBIOIT 

SUB J : AUTOMATED SYSTEM FOR BLOOD AND URINE ANALYSIS 

1 . ROME HOSPITAL MANAGED BY THE CATHOLIC UNIVERSITY HAS 
RECENTLY COMPLETED TESTSON A NEW . AUTOMATED SYSTEM FOR BLOOD 
AND URINE ANALYSIS. SYSTEM HANDLES 400 SAMPLES PER DAY YELDING OVER 
4000 SEPARATE RESULTS WITH A SIGNIFICANT TIME-SAVING COUPLED 

WITH HIGH DEGREE OF ACCURACY AND ALMOST COMPLETE ELIMINATION 
OF MANUAL HANDLING. APPARATUS IS BASED ON MINICOMPUTER OLIVETTI 
P6060 WITH LIVETTI-DESIGNED ELECTRONICS INTERPRETING US MADE 
ANALYTICAL INSTRUMENTS. PROF. ADRIANO CASTELLI, IRECTOR, INSTITUTE 
OF BIOLOGICAL CHEMISTRY AT THE UNIVERSITY SAID THAT TWO OR 
THREE WEKKS OF TRAINING ARE SUFFICIENT TO PREPARE SKILLED TECH- 
NICIANS TO OPERATE THE APPARATUS. APPARATUS WAS PRESENTED 
AT THE ITALIAN NATIONAL CONGRESS OF CLINICAL PATHOLOGY HELD IN 
FLORENCE MAY 6-8. 

2. ACCORDING TO PROF. CASTELLI, SYSTEM IS FIRST OF ITS 

KIND IN ITALY AND IS FIVE OR SIX YEARS AHEAD OF SOMILAR AUTOMATED 
ANALYTICAL SYSTEMS OPERATING ELSEWHERE IN THE WORLD. CASTELLI 
EXPECTS THAT SYSTEM WILL BE SOON ADOPTED ON WORKING BASIS 
BY THE ENTIRE HOSPITAL.GARDNER 
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